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EXECUTIVE SECRETARIAT 

ROl TING SLIP 



TO: 


SUSPENSE 


Remarks 




ACTION 

INFO 

DATE 

INITIAL 

1 

DCI 


X 1 

w/o atti 

) 

2 

DDCI -D 


X 1 



3 

EXDIR 






4 

D/ICS 





5 

DDI 

X_ij« 

/n 



6 

DDA 





7 

DDO 





8 

DDS&T 





9 

Chm/NIC 





10 

GC 





11 

IG 





12 

Compt 





13 

D/OLL 





14 

D/PAO 





15 

D/PERS 





16 

VC/NIC 





17 

D/OEA/ni 


y (w 



18 

_£S 


X (w 

fo attsl 


19 






20 






21 






22 


^ 

■ — 

-- 





To 5: Please have requested feedback provided. 
Be a good idea to include brief note for 
DCI signature to SecEnergy, ' 


3637 


-2- April 86 

Date 
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The Director of Central Intelligence 

Washm^^on.DC :0505 


Executive 

86 - 1427 


2 April 1986 


MEMORANDUM FOR: Director, East Asian Analysis, D. 
FROM: DC I 


The attached photos were sent to me by 
the Secretary of Energy, Are they of any 
value to us? 

c 


William J. Casey 


25X1 


Attachments.: 

Photos^ 


25X1 



S^RET 
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